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SAFETY STEPS
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	1 DO NOT TRY TO PULL OR GRAB THE INDIVIDUAL

	2 IF YOU CANNOT TURN OFF THE ELECTRICAL POWER. PULL, PUSH, OR LIFT THE PERSON TO SAFETY USING A DRY WOODEN POLE OR A DRY ROPE OR SOME OTHER INSULATING MATERIAL.

	3 SEND FOR HELP AS SOON AS POSSIBLE.

	4 AFTER THE INJURED PERSON IS FREE OF CONTACT WITH THE SOURCE OF ELECTRICAL SHOCK. MOVE THE PERSON A SHORT DISTANCE AWAY AND IMMEDIATELY START ARTIFICIAL RESUSCITATION.

	5 FOR ARTIFICIAL RESPIRATION. REFER TO FM 21-11.





WARNING

RF ENERGY IS PRESENT NEAR ANTENNA DURING TRANS- MISSION. MAINTAIN AT LEAST 30 INCHES BETWEEN VEH- HICULAR ANTENNA AND PERSONNEL DURING TRANSMIS- SIONS.
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HIGH VOLTAGE

EXISTS AT CONNECTOR J1 ON VEHICULAR MOUNTING ADAPTER. AVOID PERSONAL INJURY: BE SURE J1 IS COVERED OR CAPPED WHEN NOT IN USE



DEATH OR SERIOUS INJURY CAN RESULT:


	When antenna tip caps are not Installed on antennas.

	When a tied-down antenna hits a fixed object such as an overhead bridge, tree limb. Etc. Flying antenna parts might strike nearby personnel.
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